Owner's Manual 



KGnmore 



® 



DEHUMIDIFIER 



Model 59600 




CAUTION: Before using this 
Dehumidifier, read this manual 
and follow all its Safety Rules 
and Operating Instructions. 



Safety 

Electrical Requirements 

Operation 

Installation 

Maintenance 

Troubleshooting 

Repair Parts List 



Sears, Roebuck and Co., Hoffman Estates, IL. 60179 U.S.A. 




REPAIR 
PARTS 
LIST 



Model No. 
580.59600890 



To Call Toll Free 

For Parts: 
1-800-366-PART 
(1-800-366-7278) 

For Service: 
1-800-4-REPAIR 
(1-800-473-7247) 




DEHUMIDIFIER 



The model number of your dehumidifier is found on the serial 
plate located on the back of the dehumidifier behind the water 
bucket. 



All repair parts listed are available for immediate purchase or 
special order when you visit your nearest Sears Service Center or 
the Service Department at most Sears stores. To order parts by 
phone, call the toll free parts number listed to the left . 

When requesting service or ordering parts, always provide the 
following information: 



Product Type 
Model Number 



• Part Number 

• Part Description 



Sears, Roebuck and Co., Hoffman Estates, IL 60179 U.S.A. 
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CAUTION: When ordering parts, use the Kenmore part number not the location number. 

CYCLE PARTS 




LOCATION NO. PART NO DESCRIPTION 



© 4960AD3003A MOUNT, MOTOR 

© 4681A20002C MOTOR ASSEMBLY, SINGLE 

© 5900AD2013A FAN ASSEMBLY 

© 4H02861A FAN NUT 

© 4998AD2002A SHROUD 

© 5403A20001A CONDENSER ASSEMBLY 

© 5421A20004A EVAPORATOR ASSEMBLY 
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CAUTION: When ordering parts, use the Kenmore part number not the location number. 

COMPRESSOR PARTS 




LOCATION NO. PART NO DESCRIPTION 



© 4H00947A NUT, TERMINAL COVER 

© 3550-CL001D TERMINAL COVER 

© 4970U-L002A SPRING, O.L.P. 

0 6750U-L007A O.L.P. 

© 4986U-L001B GASKET 

© 5416A90003A COMPRESSOR, ROTARY 

© 1NHA0801206 NUT, HEXAGON (1 ) 

® 4810AR4155A BRACKET, WASHER 

© 5040AR4195A ISOLATOR, COMP. 

© 5211A30078A TUBE ASSEMBLY, SUCTION 

(fj) 5211A30070A TUBE ASSEMBLY, DISCHARGE 

@ 5211A30008A TUBE ASSEMBLY, CAPILLARY 
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For in-home major brand repair service: 

Call 24 hours a day, 7 days a week 

1-800-4-MY-HOME M (1 800 469 4663) 

Para pedir servicio de reparacion a domicilio - 1-800-676-5811 

In Canada for all your service and parts needs call 
Au Canada pour tout le service ou les pieces 



-1-800-665-4455 



For the repair or replacement parts you need: 

Call 6 am - 11 pm CST, 7 days a week 

PartsDirect SM 

1-800-366-PART (1 -800 -366 -7278) 
Para ordenar piezas con entrega a domicilio -1-800-659-7084 

For the location of a Sears Parts and Repair Center in your area: 

Call 24 hours a day, 7 days a week 

1-800-488-1222 

For information on purchasing a Sears Maintenance Agreement 
or to inquire about an existing Agreement: 

Call 9 am - 5 pm, Monday - Saturday 

1-800-827-6655 




P/NO.: 3828A30015C 
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